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ACCRA FOR RCO; NDJAMENA FOR CEO 

E.O. 11652N/A 
TAGS: ABM 

SUBJECT: WATTS LP ANTENNA FAILURE 
REF* A. STATE 118899; B. NIAMEY 1900 

1. ANTENNA TIED TO TREES AND HOLDING STEADY. COAX LEAD IS 
OKAY. 

2. RE PARA 3 REF B: ON JONES TYPE PLUG P406CCT PINS 8, 9, UV 
IP AND 12 ARE ALL SHORTED TOGETHER. 

3.32SCALED ANTENNA AGAIN, THIS TIME WITH VOM, TO CHECK FOR 
SHORTS IN ROTATOR. ALL RPT ALL MOTOR LEADS ARE SHORTED 
TOGEHTER. 

4. BELIEVE BEST POSSIBLE SOLUTION TO PROBLEM IS REPLACE ENTIRE 
RTOATOR. IF NIAMEY ROTATOR STILL UNDER WARRANTY. RETURN DE- 
FECTIVE UNIT TO HY-GAIN AND INSTALL NEW ONE. IF WARRANTY 
EXPIRED, INSTALL NEW ONE AND SALVAGE ANY PARTS STILL USABLE 
FROM OLD ROTATOR AND USE THEM FOR SPARES. 

5. ALSO RECOMMEND NEW DONTROL CABLE. WILL AR 500 FEET. 

WILL ALSO NEED ONE JONES TYPE PLUG P406CCT AND ONE PLUG 
TYPE MS-3106A-18-12S. 
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6. PRESENTLY WORKING NOUAKCHOTT AT 150 WATTS USING LP. 

7. FVLAN TO CONDUCT TESTS WITH NDJAMENA ON SYSTEM TWO USING 
WHIP. 

8. NEW BUT RELATED SUBJECT: USED TODAY S OPPORTUNITY AT 
TOP OF ANTENNA TO CHECK AIRCRAFT NUTS; THEY ARE HOLDING 
FIRM. BELPUVE THAT PARTICULAR PROBLEM HAS BEEN NLVED. 

9. FYI: THIS CRO IS BEGINNING TO FEEL LIKE AN EAGLE.BUCHE 
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